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Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 
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PLAN 


This  swine  finishing  parlor  was  designed  at  Auburn 
University,  Auburn,  Ala. 

The  parlor,  a  sanitary  and  economical  shelter  in  mild 
climates,  may  be  used  for  several  types  of  pork  produc- 
tion systems  and  can  be  expanded  in  multiples  of  10 
feet. 

The  end  walls  are  closed,  but  the  sidewalls  are  open 
to  permit  maximum  air  movement  through  the  pens  in 
warm  weather.  A  winch-operated  plastic  curtain  on 
each  sidewall  is  suggested  for  control  of  temperature 
within  the  structure. 

The  curtains  can  be  closed  against  wind  and  snow 
in  winter.  When  the  curtains  are  raised  in  summer,  the 
breeze  freely  passes  through  the  wire  pens  and  through 
the  ridge  ventilators. 


Insulation  and  vapor  barrier  installed  under  the  metal 
roof  helps  to  resist  heat  gain  within  the  building  in  the 
summer  and  reduces  the  possibility  of  condensation  on 
the  underside  of  the  roofing  irt  winter. 

The  parlor  with  completely  slatted  floor  as  shown  is 
20  feet  wide  and  1 10  feet  long  and  has  1 1  pens.  Each 
pen  will  accommodate  20  marketable  hogs. 

The  water  area  or  lagoon  under  the  slatted  floor 
should  be  large  enough  to  assure  proper  decomposition 
of  waste  material. 

Follow  recommendations  of  local  authorities  for  con- 
structing a  good  pond.  The  pond  should  have  gently 
sloped  banks  that  can  be  mowed  without  dumping 
weed  clippings  into  the  pond,  stable  earthwork  that 
will  not  fail,  and  be  enclosed  by  a  strong  wire  fence. 
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Special  care  is  necessary  in  construct- 
ing the  pressure-treated  lumber  bulk- 
head beneath  the  building.  The  bulkhead 
must  be  watertight  to  prevent  under- 
mining of  the  concrete  slab  alley.  Plastic 
film  installed  back  of  the  bulkhead  will 
hold  water  back  from  the  earthwork. 
Pressure-treated  poles  used  in  this  struc- 
ture should  be  driven  to  a  minimum 
depth  of  6  feet  in  solid  earth.  The  bulk- 
head should  be  longer  than  the  building, 
so  that  earth  will  not  slough  away  from 
the  alley. 

Before  starting  construction,  consult 
local  health  and  building  authorities  to 
be  sure  that  the  plan  conforms  with  local 
codes  and  regulations. 
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Complete  working  drawings  may  be  obtained  from  the 
extension  agricultural  engineer  at  your  State  university. 
There  may  be  a  small  charge  to  cover  cost  of  printing. 

If  you  do  not  know  the  location  of  your  State  university, 
send  your  request  to  Agricultural  Engineer,  Extension 
Service,  U.S.  Department  of  Agriculture,  Washington, 
D.C.  20250.  He  will  forward  your  request  to  the  correct 
university. 
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